To: Jones, Steve[Jones. Steve@epa.gov] 

From: EOC_Deputy_Manager, 

Sent: Mon 8/1 0/2015 7:44:50 PM 

Subject: HQ EOC activation for Gold King Mine in Animas River Region 8 

Steve, 

are you available to staff the hq EOC related to the Gold King Mine Release in Region 
8? We are running operation currently M-F 8:30 to 6. 


Thanks, 

Brian 
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